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CONFIDENTIAL HONG KONG 01537 

DEPARTMENT FOR A/SY/T, SEOUL FOR RSO 

EO 11652: GDS 
TAGS: ASEC 

SUBJECT: MAINTENANCE OF ACOUSTIC CONFERENCE ROOM, SEOUL, KOREA 

1 . DURING RECENT INSPECTION OF SY OFFICE, SEOUL, KOREA, 

RSS DISCUSSED IN DETAIL WITH DCM THE FULLER UTILIZATION 
OF ACR AT THAT EMBASSY. PORTIONS OF THIS DISCUSSION 
HAVE LEAD THE RSS TO BELIEVE THAT TECHNICAL PROBLEMS 
OF THIS UNIT LIMIT THE USEFULNESS OF THIS FACILITY. RSS 
RECOMMENDS THAT THE NEXT TECHNICAL TEAM (TSO AND SEABEE 
TOKYO) VISIT SEOUL CHECK THE FOLLOWING ELEMENTS: 

A) THE COOLING AND HEATING FUNCTIONS OF THE AIR CON- 
DITIONING UNIT INCLUDING: (A) ASCERTAINING THAT THE 
THERMOSTAT REGULATOR IS WORKING ACCURATELY THROUGHOUT 
THE COMFORT RANGE; (B) THAT THE HEATING ELEMENT ON THE 
AIR CONDITIONING UNIT IS FUNCTIONING; (C) THAT THE 
HEATING AND COOLING SWITCH IS IN THE PROPER POSITION FOR 
WINTER OPERATION. DCM COMPLAINED THAT THE ROOM WAS TOO 
COLD FOR CONTINUED USE. 

B) INSURE THAT THE AIR EXCHANGE IN THE ROOM VENTILIATION 
SYSTEM IS IN GOOD WORKING ORDER: (A) RE-CHECK TO 
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ASCERTAIN THE EXHAUST DUCT IS NOT OBSTRUCTED BY DRAPERIES 
OR OTHER BLOCKAGE IN THE ACOUSTIC ROOM. (B) THAT THE 
FILTERS IN THE BLOWER END ARE CLEAN AND THE AIR FLOW IS 
UNIMPEDED. DCM COMPLAINED THAT THE AIR IN THE ROOM 
AFTER SHORT PERIOD BECOMES STUFFY AND SMOKE ACCUMULATION 
NOT EXPEDITIOUSLY REMOVED. 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

C) RSS PURPOSE IS TO ESTABLISH A FIRST CLASS ACR WHICH 
WILL ENCOURAGE THE USE BY SENIOR OFFICERS OF THE EMBASSY. 

D) TSO TOKYO REQUESTED TO ADVISE OIC/RTC AND RSS 
RESULTS OF THIS MAINTENENCE EFFORT. 
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